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VfORg PROGRESSES 

ON TWO HBf POWER PLANTS 


BOSNIAN POWER PI ANT -- Rad, No 131, 3 Jun ^9 

One of the largest hydroelectric power plants i» 
under cons true tier, near Zvornik in eastern Bosnia, 1947 

of the riverbed* the force of the water, and the banta was carried out in 9 T , 
and last year preliminary work was begun on the erection of the P™er p • 
huge concrete retaining wall 1 b now being built in the Eriun to hold hack 
water while the dam Is being constructed e 

The new Satac-Zvomik railroad line now being built by units of the Yugoslav 
Army passes within a few hundred meters of the site of the new plant. This line 
has definitely accelerated construction b7 facilitating the arrival o ng 

material D 0 

When the dam is finished, more then 1,500 cubic meters of water per minute 
will flow over it« 

The power plant is scheduled to be finished by the end of the first five- 
Year Plan,, 

HEW POWER PLAHT FROM OLD METAL -- Politika, Bo 13254, 3 Jun 49 

. JSE.-STES'S £?£? 

industry m Kozjak and tc the large poultry farm at Meca. 

Two generators have teen salvaged from a mill at Belje that bad burned down, 
■twom^e havffcee; made frem worn-out mohlnery, and the other two were removed 
from a Yugoslav mine which had discarded them as unusable. These old part 
are now being nade into modem s^eam-operated machinery" 

Work m the new power plant, is about half completed. It will be finished 
this year. 
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